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in accordance with the method described in another paragraph,
by multiplying together the corresponding values of columns
A and B. It should be understood that while these values are
"representative," in that they are based on averages of ob-
served data, it does not necessarily follow that the same values
will be obtained under all conditions for the loads of the dif-
ferent classes enumerated. However, they may, ordinarily,
be safely used in estimating where precise values applying
to the particular conditions under consideration are not avail-
able. All of the following values are expressed in per cent.
The load factors and the connected-load factors are on an
annual (8,760-hr.) basis.

Kind of business

A

Load
factor

B

Demand
factor

C

Connected-
load factor

Banks........................        16

Churches___.................        12

Hotels........................        24

Houses.......................          8

Offices (business)..............          9

Offices (professional)...........          7

Pool and billiards..........:...        17

Printers and engravers..........        15

Restaurants...................        23

Saloons.......................        21

Shops (barber)................        12

Shops (machine)...............          9

Shops (tailor)..................          8

Stables (livery)................        22

Stores (book and stationery)....        12

Stores (cigar).,............'. ...        17

Stores (house furniture).........          8

Stores (dry goods).............          8

Stores (drag)..................        19

Stores (furniture)..............          6

Stores (grocery)...............        10

Stores (hardware)..............        11

Stores Qewelry)................        15

Stores (ahoe)..................        10

Stores (dothing)...............          7
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8
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